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1. This document constitutes Amendment No./ 2 to Contract Ne. 
BN between the United States of America and Granger Associates. 


2. Im eecvordance with the provisions of Item 2 of PART I 
of the Schedule the parties hereto have agreed upon a list of 
test equipment necessary to support Item 1. Accordingly PART I 
ie revised by adding a new Ttem 2s. as follows: 


4 
"Ttem 2a. - Cantractor shall furnish to the Government i) to: 3 te 
ona (1) set of tent equipeent necessary to support Item 1 
above. Said Teat Equipsent is set forth in Appendix I-A 
attached hereto and mde a part of this contract at a total 
price of $960.11." 


3. PART IE - DELIVERY ts amended by adding Item 2a. to reed 
as Toellows: 


"Teen 2a. - Contractor shall deliver the complete set 
of test equipment concurrent with delivery of the first 
unit called for under Ttem 1." 


4, PART VI - PRICE REDETERMEINATION of the Schedule is amended 
by revising the last sentence in paragraph o thereof to read as 
fallows: 


‘In ne event shall the redetermined price exceed the 
sum of Fi 


5, ALL other terms and conditions of Coutraet Ne. is) 
ag amended, rammin unghanged. 
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Very truly yours, 
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Contracting Officer 
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